Approved For Release 2000/08/07 : CIA-RDP81B00878R000500140009-8 


EP UT RN 


Exhibit Nos -6Cei7 


Date: June 28, 1960 


pic cll acne Ohhh 


‘OItem Part - - 
op) 

a Rot Noo Nomenclature Quantity Unit Price Total Price 
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o. 2 F23612107=1 Adapter = 8, 310 $19.04 | $i9f.40 

2 B2578=5 Check Valve 5) ~ 12,19 243.80 
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; | Delivery: As soon as possible 
Prices are fair and reasonable and this ~— | . . a i 
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